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Public  Health  Department, 
Council  Offices, 
C^iSTLE  DONINGTON, 

17th  July,  1952. 


TO  THE  GHAIRifiAN  AHD  i/MvIBERS  OP  THE 
CilSTLE  DONH^GTON  RURiLL  DISTRICT  COUHCn. 


Mr.  Chairman,  I'lrs.  Gibson  and  Gentlemen, 


This  annual  report  for  1951  deals  as  briefly  as  possible  with  the 
matters  of  public  health  which  come  vTithin  my  responsibility. 

Diphtheria  immunisation  is,  as  you  know,  now  under  the  aegis  of  the 
County  Council,  the  injections  being  given  by  the  family  doctors  practicing 
in  the  rural  district.  A table  supplied  to  me  by  the  County  Medical  Officer 
of  Health,  and  included  in  the  report,  shows  that  our  position  was  well 
maintained.  No  cases  of  diphtheria  were  notified.  Statistical  tables  in 
simple  form  are  shown,  and  comparisons  of  figures  for  different  tovms  and 
villages  can  readily  be  made  a.nd  compared  Tirith  the  national  incidence. 

Analytical  reports  of  the  tlriree  separate  sources  of  our  piped  water 
supply  are  appended  (as  requested  by  the  Minister).  There  was  a further 
increase  in  the  amount  of  wa,ter  used.  The  average  daily  consumption  of 
Derwent  water  used  by  Kegworth  and  Castle  Donington  combined  was  more  than 
200,000  gallons.  Although  supply  v/as  a.dequate  there  vfere  conplaints  of 
hardness  in  certain  areas  in  Castle  Donington  and  pressure  was  not  always 
adequate  in  Park  Lane.  The  hard  Stanton-by-Bridge  Yirater,  purchased  from 
the  Long  Eaton  Urban  District  Council,  was  chlorinated  by  the  suppliers 
before  passing  to  our  reservoir  near  Hill  Top,  Castle  Donington.  Periodic 
examinations  of  our  several  piped  water  supplies  were  uniformly  satisfactory. 

The  standard  of  health  in  the  Rural  District  v^as  very  good.  Thor©  was 
an  increase  in  the  number  of  notifications  of  infectious  disease.  This 
was  due  to  an  epidemic  of  measles  Yfhich  mainly  affected  Castle  Donington  and 
Belton.  Of  the  total  of  tliree  hundred  and  seventy-three  ca.ses  of  zymotic 
disease  measles  and  whooping  cough  accounted  for  three  hundred  and  thirty. 

In  neither  disease  did  a fatal  case  occur.  Nor  were  there  any  deaths  from 
tuberculosis. 

In  common  with  the  rest  of  the  country  the  death  rate  rose,  but  it 
was,  nevertheless,  1,7  per  thousand  of  the  population  lovrer  than  the  rate 
for  England  and  'Jales.  The  birth  rate  for  England  and  Wales  fell  slightly 
but  the  corrected  live  birth  rate  for  our  area  was  17*8,  which  compared  well 
with  the  figure  of  15*8  for  the  previous  year  and  v/ith  15,5  fer  the  rest  of 
England  and  W;MLes.  The  infantile  death  rate  (the  death  rate  per  thousand 
in  children  under  one  year)  again  fell.  It  was  approxiniately  half  the  rate 
for  the  rest  of  the  country. 


I am, 

Your  obedient  servant, 

T.  M.  MONTPOED, 

Medical  Officer  of  Health. 
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ZlQviOTIO  DISEASES  IN  THE  VILLAGES  GOiviPaiSING 


THE  RURAL  DISLRIGT. 


TEAR  1931 


V illage 

Measles 

Scarleij 

Fever 

1 

Whooping 

Gough 

Pneumonia 

Bacillarj 

Dysontor^ 

Poliomyelitis 

(pcaralytic) 

Total 

• 1 

Belton 

23 

1 

13 

1 

\ 

■» 

i 

37 

Breedon-on- 

the-Hill 

3 

1 

3 

1 

- 

- 

8 

Gas  tie 
Bonington 

139 

3 

62 

9 

10 

- 

221 

Gharley 

- 

- 

5 

- 

- 

- 

5 

Diseworth 

2 

- 

8 

1 

- 

” 

11 

' ' 

Gracedieu 

- 

- 

3 

~ 

- 

■ - 

3 

Hemington 

10 

- 

10 

1 

- 

- 

21 

Isley  Walton 

9 

“ 

1 

- 

- 

- 

10 

Kegworth 

a. 

4 

7 

6 

- 

1 

42 

Lockington 

2 

- 

4 

1 

1 

- 

1 

7 

Long  Whatton 

2 

1 

1 

1 

- 

- 

3 

Tonge 

“ 

- 

1 

- 

- 

- 

1 

Wilson 

1 

1 

- 

- 

- 

2 

- 

2 

Total 

t- ^ 

1 212 
i 

9 

118 

J 

21 

12 

1 

4= 

yii> 
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ZXiiOTIC  DISEASES, 


NQTIEICATIQN  RaTES  PjijR  1,000  POPULATION. 


Notifications 

Castle  Donington 
Rural  District 
Council, 

England 
and  Wales 

G-reat 

Towns 

Smaller 

Tov/ns 

1951 

j 

1950 

1951 

1951 

1951 

Primary  Pneumonia 

2.2A  i 

■ ..j. 

2.56 

0.99 

1.04 

0.96 

Scarlet  Fever 

0.96 

- - J 

0.2f2 

--  - 1 

1.11 



1.20 

1.20 

Erysipelas 

i 

1 

0.14 

0.15 

0.12 

Whooping  Cough 

12.57 

12.94 

3.87 

3.62 

4.00 

Measles 

22.57 

11.65 

14.07 

13.93 

14.82 

Diphtheria 

- 

0.01 

0.02 

0.02 

0.03 

Paratyphoid 

- 

- 

0.02 

■ 1 

0.03 

0.02 

P ol icmyelit is 

1 

0.01 

0.02 

0.03 

0.03 

A- 

0.03 

1949  there  had  heen  one  hundred  and  forty  births-  Fifty-six  children,  it  -will  be  seen,  had 
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VITAL  STATISTICS. 


GTSfJLIM  POPULATION 


9,391 

GOi.I'ARABILITY  FACTORS 

Births  1 . 13 

Deaths  0.99 

LIVE  BIRTHS. 

M. 

F 

Total  77 

71 

Legitimate  7^ 

67 

Illegitimate  3 

k 

STILL  BIRTHS 

M. 

F. 

Total  7 

- 

Legitimate  6 

- 

Illegitimate  1 

* 

t 

DEATHS  OF  IIPFAl^S 

UI€)ER  ONE  TEAR  OF 

AGE 

ii. 

F. 

Total 

2 

Legitimate 

2 

Illegitimate 

Actual  Birth  and  Death  Rates  are  aultiplied  by  the  appropriate 
Ccraparability  Factor  so  that  figures  are  obtained  v^hich  are  corrected  for 
disproportion  in  the  age  and  sex  groupings. 
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DiHilTH  PJkESS 


PER  1,000  OP  THE  POPULilTION 


Diseases 

Castle  Donington 
Rural  District 
Council 

England 
and  Wales 

Great  Towns 

Small  Tov/ns 

All  Causes 

10.8 

12.5 

13.4 

12.5 

Tuberculosis 

“ 

0.31 

0.37 

0.31 

Influenza 

0.33 

0.38 

0.36 

0.38 

Pneumonia 

0.32 

0.61 

0.65 

0.63 

Live  Births 
(Corrected) 

BIS 

PEk  1,000  C 

.TH  PUiTES 

)P  THE  POPULiiT: 

EON 

16.7 

17.8 

15.5 

17.3 

Still  Births 

0.75 

0.36 

0.45 

0.38 

DP 

PER  1,000  LIVE 

aTH  RilTE 

BIRTHS  UIOER  ( 

3NH1  XEAR 

27.6 

13.5 

29.6 

33.9 

ivJlTERNAL 
DEATH  RATE 


Nil. 


H 0 U S I N G„ 


During  1951  thirty- two  houses  were  erected.  Tv/enty-five  of  these 
were  built  by  the  Oounoil.  The  Rural  Council  had  then  built  a total  of 
two  hundred  and  forty-four  houses  since  the  war. 

The  table  below,  which  does  not  include  temporary  prefabricated 
bungalows,  indicates  that  the  Council  built  a oou;paratively  high 
proportion  of  houses  per  thousand  of  the  population. 


KKTRaCT  PRQ'a  HOUSING  RETURN  FOR  ENGLiJ€)  RIO  NiiLES 


HOUSES  COitPLEm). 


Rural  Districts  - Leicestershire. 


Population 

No.  of  Nev/ 

Houses 

Completed. 

No.  per  1,000 
of  Population. 

Ashby-de-la-Z  ouch 

14, 000 

240 

17.1 

B arr  ov/-  up  on-S  oar 

47,000 

906 

19.3  . 

Billesden 

8,000 

132 

16.5 

Blaby 

38,000 

624 

16. 4 

CixSTLE  DONINGTON 

9,000 

224 

24.9 

Lutterworth 

12, 000 

248 

20.7 

liar  Ice  t Bosworth 

26,000 

402 

15.5 

iviarket  Harborough 

10,000 

215 

21.5 

Helton  and  Belvoir 

19,000 

241 

12.7 

- 8 ** 


WAOJiilH  SUPPLY, 


Samples  of  Wcater  taken  from  piped  supplies  in  various  districts 
in  the  carea  Y/ere  all  found after  bacteriological  exaiuination,  to  bo 
suitable  for  domestic  use. 

Reports  from  the  supplying  authorities  cxg  shov/n  in  the  follovring 
pages. 


P;LRTICULi\RS  OF  vfATER  SUxPLIES 
x^ROiv;  RJBLIG  ivUlINS 


Parish 

No.  c 
Hous^ 

Df 

3S 

Direct 

c 

r " 

itandpipes 

Private 

Supply. 

No  Supply 

1931 

1950 

1951 

1950 

Gas tie  Donington 

922 

898 

867 

843 

38 

- 

17 

No.  4-  Site 

13 

13 

13 

13 

- 

“ 

- 

Kegworth 

813 

808 

733 

728 

62 

- 

18 

Belton 

177 

111 

147 

147 

6 

24 

Breedon-on-the-Hill 

227 

221  • 

198 

192 

- 

7 

22 

Charley 

81 

81 

- 

- 

“ 

- 

81 

Isley-cum-Langley 

26 

26 

11 

- 

— 

15 

No.  1 Site 

14 

14 

14 

14 

- 

- 

“ 

Lockington/ileraington 

l6l 

l6l 

135 

135 

5 

- 

21 

Long  iVhatton  ) 

l6o 

159 

19 

- 

50 

D is  ©worth  ) 

JJJ 

111 

101 

24 

TOTAL 

2,798 

2,752 

2,389 

2,343 

130 

7 . 

272 

POPULATION. 


Parish 

Estimated 

Population 

Direct 

Standpipes 

Private 

Supply. 

No  Supply. 

Castle  Donington 

3,245 

3,052 

134 

59 

No.  4 Site 

50 

50 

- 

- 

- 

Kegworth 

2,574 

2,294 

217 

- 

63 

Belton 

614 

509 

21 

- 

84 

Br  e edon- on- the -Hill 

757 

656 

- 

24 

77 

Charley 

382 

- 

- 

- 

382 

I s ley-cura-L  angl  ey 

101 

43 

- 

58 

No.  1 Site 

52 

52 

- 

- 

- 

L ockingt  on/Hemingt  on 

480 

2+00 

16 

- 

64 

Long  What  ton  ^ 

1.156 

493 

17 

- 

160 

Diseworth  ) 

335 

59 

— 

72 

TOTAL 

9,391 

7,884 

464 

24 

1,019 

These  figures  do  not  include  the  National  Service  Hostel,  Castle  Donington, 
where  the  huts  are  in  intermittent  occupation. 
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V/^'ilER  SUPPLY  Oj3'IYj.I1^X>  PROM 


LOUGHBQRQUG-H  CORPOILiTION 


Report  from  Ivir.  W.  Granger ^ A.ivL Inst.C.E. 
Borough  Surveyor  tjnd  Y/ater  Engineer, 

L ought)  or  ough. 


Twelve  monthly  'bacteriological  exaiainations 
of  T/ater  supplied  to  this  area  were  token 
during  the  twelve  months  ended  December  31st 
last. 


In  addition  tv/o  samples  were  submitted  for 
chemical  examination  and  in  each  case  the 
samples  Y/ere  reported  as  satisfactory. 


- 10  - 


REPORT  ON  EXAiilMTION  OP  SilvIELE  OP  WATER. 


obtained  by  the  LONG  EATON  URBAtT 
DISTRICT  OOUNCIL  from  the  Wateni/orks 
Stanton -by~Bridge,  Near  ivlelbourne. 


BBPQRE  CHLORINATION. 
Received  on  the  22nd  October^  1951 


RESULTS  OP  OHEtilCAL  ^UnIALYSIS 


Appearance  in  2 ft.  Tube 
pH.  value  ...  ... 


Total  Solid  Matter  (Dried  at  180°  C.)... 

Pree  and  Saline  iiiamonia  ...  ...  ... 

Albuminoid  Ammonia 

Nitrogen  as  Nitrites  ...  ...  ... 

Nitrogen  as  Nitrates  ...  ...  ... 

Chlorine  (present  as  Chloride)  ...  ... 

Oxygen  absorbed  in  four  hours  at  80  Pahr. 

Temporary  ...  • ...  ... 

Hardness  Permanent  ...  ...  ... 

T otal  ...  ...  ... 

Metals  ...  ...  ...  ...  ...  Iron 


Very  slightly  turbid 
greenish  bram. 

7.35 

Parts  per  million. 

475 
0.05 
0.014 
very  faint  trace. 
10.0 
29 

0.11 
235 
145 
380 


0.21 


In  appeara-nce  the  sample  Y/as  slightly  turbid  and  of  a 
greenish  bro^vn  colour. 


The  analytical  results  are  consistent  with  the  occurrence  of 
some  pollution. 


RESULTS  OP  BACTERIOLOGICilL  EX/AilNiHION. 


PRESmffTIVE  COLI&’ORM  COUNT: 

Probfxble  number  of  colif  orm  ba.cilli  present  = Nil  per  100  ml. 


DIPPEREOTIiiL  COLIPORivI  TEST: 

Probable  number  of  faecal  B.  Ooli  = Nil  per  100  ml. 


After  consideration  of  the  reports  of  the  County  Analyst  and 
the  County  Bacteriologist  I am  of  opinion  that  the  sample  of 
vfater  submitted  on  the  22nd  October  was  suitable  for  drinking 
purposes. 

♦ 

(signed)  J.B.S.  MORGiIN. 

County  Medical  Officer. 
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LONG  EATON  UEBiiN  DISTRICT  COUNCIL. 


DER^fEOT  YALmJ  WATER. 


Report  from  ivir.  Hal  Wallhouse,  A.ii. I.G.E,  i,i»I.'W.E. 
M.Asce.^  A.ivl. I.Hech.E.  Engineer  and  Manager ^ 
Leicester  Water  Department. 


Cheraical  Examination  on  a sample  of  Water  received 
from  Mr.  R.W.S.  Thompson^  The  Derwent  Valley  Water 
Boards  Baraford. 


iilark.  Filtered  Water  after  chlorination  from 
Burbage  Syphon  Outlet. 


Physical  Chara.cters. 

Suspended  Matter  ...  ...  . = . 
Appearance  of  a column  2 ft.  long. 
Taste  ...  ...  ...  ... 
Odour  ...  ...  ...  . . . 


None. 

clear  : colourless. 
Normal. 

None . 


Chemical  Examination. 


Pcarts  per  I'-iillion. 


TotrA  solids  dried  at  180  G ... 
Chlorides  in  terms  of  Chlorine  . . . 
Equivalent  to  Sodium  Chloride 
Nitra.tes  as  Nitrogen 
Poisonous  Metals  (^Lead  etc.)  ... 

Tota.1  Hardness. . ...  

Temporary  Ha.rdnoss  ...  ...  ... 

Per.nr.nent  Hardness  ...  ...  ... 

Oxygen  absorbed  in  A hours  at  80°B’ 
Ajiimoniacal  Nitrogen. . . ...  ... 

Albuminoid  Nitrogen  . . ...  ... 

Free  Chlorine  ...  ...  ... 

pH  ...  ...  ... 


72.0 

11.0 
18.1 

0.37 

none 

36.0 
20.0. 

16.0 
1.07 
0.080 
0.064 
0.10. 
9.0 


BACTERIOLOG-BJAL  EXAi'-ilNATION  on  saimple  of  water  received  from  the 
City  Analyst. 


Total  No.  of  Colonies  per  ml, 

(20-22'=^.  for  3 days). 

1; 

Total  No.  cd*  Colonies  per  xl* 

(37'^G.  for  48  hours)  t 

Nil 

Probable  No.  of  Coli-aerogenes 

Organisms  per  100  mis. 

Nil 

Residual  Chlorine 

Nil 

Rep ort  This  supply  is  normal  in  composition  for  Derwent 

Water 3 and  can  safely  be  reoonimended  for  drinking 
purposes. 
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SEvi/ERAGE. 


Some  progress  can  be  recorded  for  in  the  year  starting  dates 
were  approved  by  the  Ministry  of  Housing  and  Local  Government  and 
sewerage  and  sewage  disposal  works  v/ere  commenced  at 


Long  V/hatton  a.nd  Disev/orth  with  pumping  stations  to 
outfall  viTorks  at  Long  Whatton. 

Belton.  Towards  the  end  of  the  year  works  ccrxienced  v/ith 
outfall  Y/orks  on  site  off  Renpstone  Road. 


ivIEAT  id®  OTHER  POODS. 


Number  of  Inspections  of  Knacker  Yard 11 

Number  of  Meat  Storesj  shops  inspected 15 


Places  where  food  other  than  meat  is 
kept  or  prepared  for  sale  ....... 


27 


During  the  year  various  small  items  of  food  were  inspected 
and  voluntarily  surrendered  by  the  owners. 

Meat  cOTaing  into  the  district  is  inspected  at  Coalville. 
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